Clue 


. The DEAD BODY was found in the LIBRARY. 


. The only people in the mansion at the time 
were PROFESSOR PLUM, LADY LAVENDER, 
MR. GREEN, MISS SCARLET, COLONEL 
MUSTARD and MRS. WHITE. 


. The BALLROOM was empty but every other 
room contained at least one suspect. 


. MR. GREEN was in the DINING ROOM with 
another person. 


. MISS SCARLET was on the same floor as 
MRS. WHITE but in a room further east. 


. PROFESSOR PLUM was on the same floor 
as COLONEL MUSTARD but in a room 
further west. 


. MRS. WHITE was in the room above the room 


LADY LAVENDER was in. 





Clue 


Suspects 
. The DEAD BODY was found in the BALLROOM. 


. The only people in the mansion at the time 
were PROFESSOR PLUM, LADY LAVENDER, 
MR. GREEN, MISS SCARLET, COLONEL 
MUSTARD and MRS. WHITE. 


_ MISS SCARLET was alone in the KITCHEN. 
_ MRS. WHITE was also alone. 


. There was nobody in the room above the room 
MRS. WHITE was in. 


. PROFESSOR PLUM was on a different floor 
than MR. GREEN. 


. LADY LAVENDER was on a different floor than 
COLONEL MUSTARD. 


. LADY LAVENDER was on the same floor as 
MRS. WHITE but in a room further west. 


. LADY LAVENDER was with MR. GREEN. 
10. COLONEL MUSTARD did not do it! 





Clue 


Suspects 


. The DEAD BODY was found in the 


DINING ROOM. 


. The only people in the mansion at the time 
were PROFESSOR PLUM, LADY LAVENDER, 

MR. GREEN, MISS SCARLET, COLONEL MUSTARD 
and MRS. WHITE. 


. Each of the six suspects was in a different room. 


. PROFESSOR PLUM was on the same floor as 
LADY LAVENDER but in a room further west. 


. MR. GREEN was on the same floor as 
PROFESSOR PLUM but in a room further west. 


. COLONEL MUSTARD was on the same floor as 
MRS. WHITE but in a room further west. 


. Evidence proved that a woman did it! 





Clue 


. The DEAD BODY was found in the 


CONSERVATORY. 


. The only people in the mansion at the time 
were PROFESSOR PLUM, LADY LAVENDER, 
MR. GREEN, MISS SCARLET, COLONEL 
MUSTARD, MRS. WHITE and THE BUTLER. 


. THE BUTLER was serving LADY LAVENDER tea in 
the LOUNGE. 


. MISS SCARLET was in the room above the room 
PROFESSOR PLUM was in. 


. COLONEL MUSTARD was ona different floor 
than MR. GREEN. 


. MRS. WHITE was on the same floor 
as COLONEL MUSTARD but in a room 
further west. 


. PROFESSOR PLUM was alone and did not do it! 


. MISS SCARLET was with a man. 





Clue 


_ The DEAD BODY was found in the LOUNGE. 


. The only people in the mansion at the time 
were PROFESSOR PLUM, LADY LAVENDER, 
MR. GREEN, MISS SCARLET, COLONEL 
MUSTARD, MRS. WHITE and THE BUTLER. 


_ LADY LAVENDER and MR. GREEN were in the 
same room downstairs and everyone else was 
upstairs. 


_ THE BUTLER was in the room above the room 
LADY LAVENDER was in. 

_ PROFESSOR PLUM was ina room east of the 
room MRS. WHITE was in. 


_ MISS SCARLET was in a room west of the room 
COLONEL MUSTARD was in. 


~ COLONEL MUSTARD was not in the room above 


the room MR. GREEN was in. 


_ LADY LAVENDER was not in the room under the 
room PROFESSOR PLUM was in. 


- There were two women in the DINING ROOM. 





Clue 


Suspects 


_ The DEAD BODY was found in the KITCHEN. 


. The only people in the mansion at the time were 

PROFESSOR PLUM, LADY LAVENDER, MR. GREEN, 

MISS SCARLET, COLONEL MUSTARD, MRS. WHITE, 
THE BUTLER and MRS, PEACOCK. 


. There was nobody in the DINING ROOM at the time. 


. COLONEL MUSTARD and PROFESSOR PLUM were 
discussing military history in the LIBRARY. 


. All the women were upstairs. 


_ MRS. WHITE was not in the same room as 
MRS. PEACOCK. 


MRS. PEACOCK was not in the same room as 


LADY LAVENDER. 


_ MR. GREEN was not under the room MRS. WHITE 
was In. 


. COLONEL MUSTARD was not under the room 


LADY LAVENDER was in. 





Clue 


Suspects 
. The DEAD BODY was found in the BALLROOM. 


. The only people in the mansion at the time 
were PROFESSOR PLUM, LADY LAVENDER, MR. 
GREEN, MISS SCARLET, COLONEL MUSTARD, 
MRS. WHITE, THE BUTLER and MRS. PEACOCK. 


. THE BUTLER was alone in the KITCHEN. 


. MRS. PEACOCK and PROFESSOR PLUM 
were together in the room above the room 


MISS SCARLET was in. 


. LADY LAVENDER was on the same floor as 
COLONEL MUSTARD but in a different room. 


_ MRS. WHITE was ona different floor than 
MR. GREEN. 


. MR. GREEN was on a different floor than 


COLONEL MUSTARD. 
. The CONSERVATORY was empty. 
. COLONEL MUSTARD did not do it! 





Clue 


Suspects 


. The DEAD BODY was found in the LIBRARY. 


. The only people in the mansion at the time were 

PROFESSOR PLUM, LADY LAVENDER, MR. GREEN, 
MISS SCARLET, COLONEL MUSTARD, MRS. WHITE, 
THE BUTLER and MRS. PEACOCK. 


. There were only three people upstairs and they were 
all in different rooms. 


. MRS. WHITE was in the KITCHEN with another woman. 


. THEBUTLER was above the room MRS. PEACOCK 


was in. 


. LADY LAVENDER was above the room MISS SCARLET 
was in. 


. COLONEL MUSTARD was above the room MR. GREEN 


was in. 


. LADY LAVENDER was ina room further west than the 
room THE BUTLER was in. 


. PROFESSOR PLUM was not in the room under the 


room THE BUTLER was in. 





Clue 


. The DEAD BODY was found in the DINING 


ROOM. 

. The only people in the mansion at the time 
were PROFESSOR PLUM, LADY LAVENDER, MR. 
GREEN, MISS SCARLET, COLONEL MUSTARD, 
MRS. WHITE, THE BUTLER, MRS. PEACOCK 

and PRINCE AZURE. 

. LADY LAVENDER was on the same floor as 
COLONEL MUSTARD but in a room further east. 
. PROFESSOR PLUM was on the same floor as 
LADY LAVENDER but in a room further east. 

. THE BUTLER was on the same floor as 

MISS SCARLET but in a room further west. 

. MR. GREEN was on the same floor as 

THE BUTLER but in a room further west. 

. MRS. PEACOCK was in the room above the 
room PRINCE AZURE was in. 

. MRS. WHITE was with a man in the next room 
to the east of the room MRS. PEACOCK was in, 
on the same floor. 





Clue 


Suspects 


. The DEAD BODY of a man was found in the 


BALLROOM. 

. The only people in the mansion at the time were 
PROFESSOR PLUM, LADY LAVENDER, MR. GREEN, 
MISS SCARLET, COLONEL MUSTARD, MRS. WHITE, 
THE BUTLER, MRS. PEACOCK and PRINCE AZURE. 
._ There was nobody in the LOUNGE at the time of 
the murder. 


. Each occupied room contained either two men or 


two women. 


. LADY LAVENDER was in the CONSERVATORY. 
. COLONEL MUSTARD was in the room above the 


room MISS SCARLET was in. 


. THE BUTLER was on the same floor as MRS. WHITE 


but in a room further east. 


. PRINCE AZURE was on the same floor as 
PROFESSOR PLUM but in another room. 


. PROFESSOR PLUM was in the room above the room 


MRS. PEACOCK was in. 
. MRS. WHITE was on the same floor as MISS SCARLET 
but in another room 





Clue 


The DEAD BODY was found in the CONSERVATORY. 


. The only people in the mansion at the time were 
PROFESSOR PLUM, LADY LAVENDER, MR. GREEN, 
MISS SCARLET, COLONEL MUSTARD, MRS. WHITE, THE 
BUTLER, MRS. PEACOCK and PRINCE AZURE. 


_ MR. GREEN was alone in the room above the room 
PROFESSOR PLUM was in and he was one of only two 
men upstairs. 


_ All the women were in the LOUNGE and the LIBRARY. 


_ THE BUTLER was on a different floor than 

MISS SCARLET. 

_ COLONEL MUSTARD was on a different floor than 
MRS. WHITE. 


MISS SCARLET was ona different floor than 


MRS. WHITE. 


_ MRS. WHITE was on a different floor than 
PRINCE AZURE. 


LADY LAVENDER was on the same floor 


as MISS SCARLET. 


_ THE BUTLER was either in the DINING ROOM or 
the KITCHEN. 





Clue 


Suspects 


. The DEAD BODY was found in the LOUNGE. 

. The only people in the mansion at the time were 
PROFESSOR PLUM, LADY LAVENDER, MR. GREEN, 
MISS SCARLET, COLONEL MUSTARD, MRS. WHITE, 
THE BUTLER, MRS. PEACOCK and PRINCE AZURE. 

. The BALLROOM was empty at the time. 

PRINCE AZURE and MISS SCARLET were chatting in 
the CONSERVATORY. 

. MRS. PEACOCK was on the same floor as THE BUTLER 
but in a room further west. 

. LADY LAVENDER was not in the same room 
as THE BUTLER. 

. PROFESSOR PLUM was not in the same room 
as MRS. WHITE. 

. MRS. PEACOCK was not in the same room 
as LADY LAVENDER. 

. COLONEL MUSTARD and MR. GREEN were on the 
same floor. 


10. Evidence proved that the murderer was a woman! 





Clue 


Suspects 


_ The DEAD BODY was found in the KITCHEN. 


. The only people in the mansion at the time were 

PROFESSOR PLUM, LADY LAVENDER, MR. GREEN, 
MISS SCARLET, COLONEL MUSTARD, MRS. WHITE, 
THE BUTLER, MRS. PEACOCK, PRINCE AZURE and 

RUSTY. 


_ Someone was alone in the CONSERVATORY. 


_ MR. GREEN was in the room between the rooms 
PRINCE AZURE and THE BUTLER were in. 


_ PRINCE AZURE was in a room either above or 


below the room PROFESSOR PLUM was in. 


__ MRS. PEACOCK was in the room next to the room 
THE BUTLER was in. 


MISS SCARLET was in a room either above or below 


the room THE BUTLER was in. 


_ LADY LAVENDER was on the same floor as 
COLONEL MUSTARD but in a room further east. 


. Evidence proved that a woman did it! 





Clue 


. The DEAD BODY was found in the LIBRARY. 

. The only people in the mansion at the time were 
PROFESSOR PLUM, LADY LAVENDER, MR. GREEN, 
MISS SCARLET, COLONEL MUSTARD, MRS. WHITE, 
THE BUTLER, MRS. PEACOCK, PRINCE AZURE and 
RUSTY. 

. MR. GREEN and PROFESSOR PLUM were on the same 
floor but at opposite ends of the mansion. 

. THE BUTLER and RUSTY were on the same floor but 


at opposite ends of the mansion. 


. MISS SCARLET and PRINCE AZURE were dancing in 
~ the BALLROOM. 


. RUSTY was in a room either above or below the 
room MR. GREEN was in. 


. Someone was alone in the LOUNGE. 


. MRS. WHITE was in the room above the room 
MRS. PEACOCK was in. 


. LADY LAVENDER was not on the same floor as 
PROFESSOR PLUM. 


10. MR. GREEN was with someone else. 





Clue 


Suspects 
. The DEAD BODY was found in the DINING ROOM. 


. The only people in the mansion at the time were 
PROFESSOR PLUM, LADY LAVENDER, MR. GREEN, 
MISS SCARLET, COLONEL MUSTARD, MRS. WHITE, 
THE BUTLER, MRS. PEACOCK, PRINCE AZURE 

and RUSTY. 


_ LADY LAVENDER was alone. 


. PROFESSOR PLUM and PRINCE AZURE were 
discussing politics in the LOUNGE. 


_ RUSTY, MRS. PEACOCK and COLONEL MUSTARD 
were all on the same floor. 


. MRS. WHITE and LADY LAVENDER were on the same 
floor but at opposite ends of the mansion. 


MISS SCARLET was with the BUTLER. 


. There were two people in the KITCHEN. 


| There were two men in the BALLROOM. 





Clive 


Suspects 


_ The DEAD BODY was found in the CONSERVATORY. 


. The only people in the mansion at the time were 
PROFESSOR PLUM, LADY LAVENDER, MR. GREEN, 
MISS SCARLET, COLONEL MUSTARD, MRS. WHITE, 
THE BUTLER, MRS. PEACOCK, PRINCE AZURE and 
RUSTY. 


. THE BUTLER was alone preparing drinks in 
the KITCHEN. 


__ MRS. WHITE and MRS. PEACOCK were on the same 
floor but at opposite ends of the mansion. 


_ MISS SCARLET and LADY LAVENDER were on the 
same floor but at opposite ends of the mansion. 


_ There was a woman in the room above the room 
COLONEL MUSTARD was in. 


MR. GREEN was on the same floor as RUSTY but in 


another room. 


_ PRINCE AZURE was ina room either above or below 
the room RUSTY was in. 





Clue 


Suspects 


. The DEAD BODY was found in the BALLROOM 


and all eleven suspects were in the mansion at 
the time of the murder. 


. RUSTY and PRINCE AZURE were in the LIBRARY. 


. MR. GREEN and LADY LAVENDER were on 
the same floor but at opposite ends of 

the mansion. 

. MISS SCARLET and COLONEL MUSTARD were 
on the same floor but at opposite ends of the 
mansion. 

. MRS. PEACOCK was in the room below the 
room LADY LAVENDER was in. 


. MRS. MEADOW-BROOK was in the room below 
the room COLONEL MUSTARD was in. 


_ PROFESSOR PLUM was not in the same room 


as MRS. WHITE. 


. THE BUTLER was not in the same room 
as PROFESSOR PLUM. 





Clue 


Suspects 


. The DEAD BODY was found in the LIBRARY and all 
eleven suspects were in the mansion at the time of 
the murder. 


. MISS SCARLET and PROFESSOR PLUM were in 
the LOUNGE. 


. RUSTY was in the room directly above the room 
MR. GREEN was in. 


. MR. GREEN was in the same room as MRS. 


MEADOW-BROOK. 


_ MRS. MEADOW-BROOK was on the same floor 
as COLONEL MUSTARD but in another room. 


. COLONEL MUSTARD did not do it! 


PRINCE AZURE was not on the same floor 
as LADY LAVENDER. 


. THE BUTLER and LADY LAVENDER were in the 
same room. 


| MRS. PEACOCK was on the same floor as 
PROFESSOR PLUM. 


10. MRS. WHITE was in the CONSERVATORY. 





Clue 


Suspects 


. The DEAD BODY was found in the DINING ROOM and 


all eleven suspects were in the mansion at the time of 
the murder. 

. COLONEL MUSTARD and LADY LAVENDER were in the 
same room. 

. LADY LAVENDER was in the room directly below the 
room MRS. WHITE was in. 

_ MRS. WHITE was in a room east of the room the 
DEAD BODY was found in. 


_ MRS. MEADOW-BROOK was on the same floor as 


COLONEL MUSTARD but in a room further west. 


. PROFESSOR PLUM was on the same floor as 
MRS. MEADOW-BROOK but in a room further west. 


. THE BUTLER was in the room above the room 


MISS SCARLET was in. 


. MR. GREEN and PRINCE AZURE were in the room 
above the room MRS. PEACOCK was in. 


| RUSTY was in the same room as MRS. WHITE. 


. MISS SCARLET was on the same floor as 
MRS. PEACOCK in the next room west. 
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. The DEAD BODY was found in the 


CONSERVATORY and all eleven suspects were 
in the mansion at the time of the murder. 

. RUSTY was on the same floor as MISS SCARLET 
but in a room further west. 

. MISS SCARLET was on the same floor as 
PRINCE AZURE but in a room further west. 

. PRINCE AZURE was in the room directly above 
the room THE BUTLER was in. 

. THE BUTLER was on the same floor as 
PROFESSOR PLUM but in another room. 

. PROFESSOR PLUM and LADY LAVENDER were 
both innocent! 


. MRS. MEADOW-BROOK was on the same floor 


as LADY LAVENDER but in a room further east. 

. MR. GREEN was on the same floor as MRS. 
WHITE but two rooms to the west. 

» MRS. PEACOCK was in the same room as RUSTY. 





Clue 
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_ The DEAD BODY was found in the KITCHEN and 


all eleven suspects were in the mansion at the time 
of the murder. 

_ LADY LAVENDER was in the room directly below the 
room THE BUTLER was in. 

_ RUSTY was in the room directly below the room 
PROFESSOR PLUM was in. 


__ MRS. WHITE was in the room directly below the room 
PRINCE AZURE was in. 


~ COLONEL MUSTARD was on the same floor as 
MISS SCARLET and MRS, PEACOCK. 


_ THE BUTLER, PROFESSOR PLUM and PRINCE AZURE 
were all in different rooms. 


MRS. PEACOCK was in a room two rooms to the east 


of the room MISS SCARLET was in. 


~ COLONEL MUSTARD was ina room to the east of the 
room PRINCE AZURE was in. 


MR. GREEN was in the room directly below the room 
COLONEL MUSTARD was in. 


_ THE BUTLER was in a room to the west of the room 
PROFESSOR PLUM was in. 





Clue 


Suspects 


_ The DEAD BODY was found in the LOUNGE and 
all eleven suspects were in the mansion at the time of 
the murder, 

_ The murderer was a woman! 

_ There were two women in the BALLROOM and two 
women in the CONSERVATORY. 

_ MRS. PEACOCK was on the same floor as 
COLONEL MUSTARD. 

_ MRS. WHITE was on the same floor as 
PROFESSOR PLUM. 

_ PROFESSOR PLUM was on the same floor as RUSTY 
and COLONEL MUSTARD but in a different room. 

. PRINCE AZURE was in the room directly below the 
room the DEAD BODY was found in. 


_ LADY LAVENDER was in a room next to the room 
THE BUTLER was in. 


MISS SCARLET was not in a room next to the room 
MR. GREEN was in. 





Clue 


Suspects 


. The DEAD BODY was found in the 
CONSERVATORY and all eleven suspects were in 
the mansion at the time of the murder. 

. The murderer was a man! 

. All the men except the murderer were upstairs 
at the time. 

. MRS. PEACOCK was also upstairs, but was not in 
the BALLROOM. 


. MRS. WHITE and MISS SCARLET were in the 


same room. 
. PRINCE AZURE was in the room directly above 
the room LADY LAVENDER was in. 
. PROFESSOR PLUM was in the room directly 
above the room MRS. MEADOW-BROOK was in. 
. PROFESSOR PLUM was ina room west of the 
room MRS, PEACOCK was in. 
. COLONEL MUSTARD, RUSTY and MR. GREEN 
were all in different rooms. 
10. THE BUTLER, RUSTY and MR. GREEN were all in 
different rooms. 
11. MR. GREEN did not do it! 





Clue 


Suspects 


. The DEAD BODY was found in the BALLROOM 
and all eleven suspects were in the mansion at 
the time of the murder. 


_ RUSTY and PRINCE AZURE were in the LIBRARY. 


. MR. GREEN and MRS. WHITE were in the 
DINING ROOM. 


. THE BUTLER was on the same floor as MRS. 
PEACOCK but in a room to the west. 


_ MISS SCARLET was on the same floor as 
PROFESSOR PLUM but in a room to the west. 


_ MRS. MEADOW-BROOK was on the same floor 
as LADY LAVENDER but in a room to the west. 


~ COLONEL MUSTARD was on a different floor 


than MRS. PEACOCK. 


. MISS SCARLET was on the same floor as 
THE BUTLER. 
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Suspects 


_ The DEAD BODY was found in the KITCHEN and all 


eleven suspects were in the mansion at the time of 
the murder. 

_ At the time of the murder all the male suspects 
were upstairs. 

. THE BUTLER was serving MR. GREEN tea in 

the LOUNGE. 


_ PROFESSOR PLUM was in a room to the west of the 
room THE BUTLER was in. 


_ PRINCE AZURE was not in the same room as RUSTY. 


_ RUSTY was not in the same room as PROFESSOR 
PLUM. 


COLONEL MUSTARD was in the room above the 


room MRS. WHITE was in. 


LADY LAVENDER was not in the same room as MRS. 
PEACOCK. 


MISS SCARLET was not in the same room as 


LADY LAVENDER. 


_ MRS. MEADOW-BROOK was in the room under the 
room RUSTY was in. 





Clue 


_ The DEAD BODY was found in the 


CONSERVATORY and all eleven suspects were in 
the mansion at the time of the murder. 

_ MRS, PEACOCK was on the same floor as 

MRS. MEADOW-BROOK but in a room 

further east. 

_ MRS. MEADOW-BROOK was on the same floor 
as MR. GREEN but in a room further east. 

_ MRS. MEADOW-BROOK did not do it! 

_ MRS. WHITE was in the room below the room 
PRINCE AZURE was in. 

_ LADY LAVENDER was in the room below the 
room COLONEL MUSTARD was in. 


THE BUTLER was in the room below the room 


RUSTY was In. 

_ MISS SCARLET was in a room west of the room 
PROFESSOR PLUM was in. 

RUSTY was ina room east of the room PRINCE 
AZURE was in. 

RUSTY was not in the BALLROOM. 

_ LADY LAVENDER was not in the same room as 

MISS SCARLET. 





Clue 


Suspects 


_ The DEAD BODY was found in the LOUNGE and 


all eleven suspects were in the mansion at the 
time of the murder. 

_ RUSTY was in the room below the room the 
DEAD BODY was found in. 

_ MISS SCARLET and LADY LAVENDER were in the 
same room. 

_ MRS. WHITE was in the room below the room 
LADY LAVENDER was in. 

_ PROFESSOR PLUM was on the same floor as 
COLONEL MUSTARD but in a room further east. 
_ MRS. PEACOCK was in the room above the 
room THE BUTLER was in. 


MR. GREEN was on the same floor as MRS. 


MEADOW-BROOK but in a room further west. 
_ MR. GREEN was on the same floor as PRINCE 
AZURE but in a room further east. 

_ THE BUTLER was not in the same room as MR. 
GREEN. 

COLONEL MUSTARD and MRS. PEACOCK were 
in the same room. 





Clue 


Suspects 


_ The DEAD BODY was found in the DINING 
ROOM and all eleven suspects were in the 
mansion at the time of the murder. 


_ THE BUTLER was in the LOUNGE or the 
LIBRARY. 


_ PRINCE AZURE was in the LOUNGE or the 
LIBRARY. 


. COLONEL MUSTARD was dancing with LADY 
LAVENDER in the BALLROOM. 


_ MRS. PEACOCK was in the room above the 
room MRS. WHITE was in. 


_ PROFESSOR PLUM was on the same floor as 
MRS. MEADOW-BROOK but in a room further 
west. 


MR. GREEN was not on the same floor as THE 
BUTLER. 


_ MRS. MEADOW-BROOK was not in the same 
room as PRINCE AZURE or THE BUTLER. 


- RUSTY was on the same floor as MISS SCARLET. 


10. RUSTY, MISS SCARLET, PRINCE AZURE and 
THE BUTLER were in four different rooms. 





Clue 
Suspects 


_ The DEAD BODY of a woman was found in the 
LIBRARY and all eleven suspects were in the mansion 
at the time of the murder. 

. Every room contained one man and one woman at the 
time of the murder. 

_ MISS SCARLET, MRS. MEADOW-BROOK and MRS. 
WHITE were all on the same floor. 

_ PRINCE AZURE, MR. GREEN and COLONEL MUSTARD 
were all on the same floor. 


__ MR. GREEN was in the BALLROOM or the 
CONSERVATORY. 


_ THE BUTLER was in the BALLROOM or the 
CONSERVATORY, 


MISS SCARLET was in a room above or below the room 
MRS. PEACOCK was in. 


. LADY LAVENDER and RUSTY were both in the west 
wing of the mansion but on different floors. 


. MRS. MEADOW-BROOK was in the room either above 
or below the room COLONEL MUSTARD was in. 


10. MRS. WHITE was not in the same room as RUSTY. 





Clue 


Suspects 


_ The DEAD BODY was found in the BALLROOM 


and all eleven suspects were in the mansion at 
the time of the murder. 


. PROFESSOR PLUM and MRS. MEADOW-BROOK 
were in the LIBRARY. 


. MISS SCARLET and MRS. WHITE were 
exchanging recipes in the KITCHEN. 

. MRS. PEACOCK, MR. GREEN, PRINCE AZURE 
and COLONEL MUSTARD were in four 


different rooms. 

_ MR. GREEN was ona different floor than 
PRINCE AZURE and MRS. PEACOCK. 

. RUSTY, LADY LAVENDER and THE BUTLER were 
in three different rooms. 

_ RUSTY was on a different floor than LADY 
LAVENDER and THE BUTLER. 

_ LADY LAVENDER was in a room further east 
than the room MRS. PEACOCK was in. 


_ THE BUTLER was in a room further west than 
the room MRS. PEACOCK was in. 





